AGENDA OF MATTERS TO BE CONSIDERED 

BY THE 

COMMITTEE ON PUBLIC SAFETY 

ON 

MONDAY, JUNE 6, 2011 


ROOM 201 A, SECOND FLOOR, CITY HALL 

AT 10:00 A.M. 
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MAYORAL INTRODUCTIONS 


Mayoral Appointment of Garry F. McCarthy as Superintendent of Police 


Mayoral Appointment of Gary W. Schenkel as Executive Director of 
Emergency Management and Communications. 


